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Annu al  Reports  for  ;bhQ.  of  H 

Circular  13/47  • 


Apendix  i . 
Section  A. 


The  aiJ-ount  of  sickness  and  invalidity  has  been 
no  more  than  usual. 


Section  B.  Items  as  stated  in  my  Annual  Report  of  193^ 
remain  the  same . 

At  the  Physio-Therapy  Clinic  at  Stony  Stratford 
a  large  number  of  patients  still  continue  to 
receive  treatment. 


Section  C .  Sanitary  circumstances  are  unchanged. 

Section_p .  The  construction  of  90  pre-f abricated  Bungalows 
and  29  permanent  type  houses  during  the  year  has 
helped  to  alleviate  the  shortage  of  housing 
accommodation.  A  further  30  permanent  traditional 
type  houses  are  in  course  of  construction?  and  site 
preparation  work  is  in  progress  for  a  further  59 
houses . 


Section  E 
Section  P 


Supervision  is  kept  over  milk  and  foods. 

Chicken  Pox  and  Yhiooping  Cough  were  the  most 
prevalent  diseases?  but  the  notification  of  other 
cases  of  Infectious  Diseases  w“as  far  less  than  in  1945 

Diphtheria  Immunisation.  All  children  on  autainin^ 
the  age  of  one  4/ ear  "are  nov/  immunised  at  the  infant 
Welfare  Centre  under  the  County  Council.  Over  90% 
of  children  of  school  age  have  boon  immunised. 


Y/ater  Supplies.  The  London  Midland  &  Scottish  Railway  Company 
are  still  the  water  undertakers  for  New  Bradwell  and 
V/olverton?  although  the  Council  are  negotiating  to 
take  over  the  undertaking  in  1  94B .  This  water 
•supply  is  chlorinated  and  ammoniatod. 

The  Council  continue  to  supply  Stony  Stratfora 
and  the  Lower  and  Middle  lYealds  of  Calverton?  and 
this  supply  is  chlorinated.  Durin^3  the  year 
arrangements  have  been  made  to  provide  a  pipod^  water 
supply  to  a  standpipe?  to  serve  the  hamlet  of  Upper 
’Jeald.?  Calverton. 


V 


( i)  The  water  supplies  to  the  whole  of  the  Urhan  District 

have  been  satisfactory;  both  in  quantity  and  quality. 

(ii)  Bacteriological  examinations  have  been  made  of  the 
water  at  Stony  Stratford;  both  before  and  after 
chlorinating;  and  also  chemical  analysis  made.  Results 
are  very  satisfactory. 

(iii)  Copies  of  analysis  are  attached  herewith. 

( iv)  No  action  required. 

(v)  The  number  of  dwelling  houses  supplied  direct  into  the 
houses  is  4j390;  'the  number  supplied  by  standpipe 

is  67*  There  are  i03  houses  without  a  loiped  water 
supply . 

The  total  population  supplied  with  ’water  is 
i3?390  (Registrar  G-enoral’ s  Return). 

Drainage  &  Sev/erage .  The  three  existing  Sev/age  Disposal 

"yorhs  are~"old  and  badly  overloaded  and  very  difficult 
to  maintain  in  a  nuisance -free  condition.  The  erection 
of  further  new’-  houses  will  complicate  this  already 
difficult  position.  However;  tenders  are  being 
obtained  for  a  new  central  disposal  works  and  appurtenant 
works ;  and  it  is  hoped  that  this  work  will  be  commenced 
at  an  early  date . 

Adminlstrat  .i  on  __o  f 

F a G t or i e s  Act.  1 937 ♦  No  di f f i cult i e s  have  been  e xp er i enc e d . 


DOUGLAS  W.  A.  BULL,  M.D. 
M-O.H.  ¥olverton  Urban  District. 


Stony  Stratford. 

1 st  August  3  1 947  . 


COPY. 


Emcr^^ency  Public  Health  Laboratory  Sorvice . 

l/ATER . 

BACTERIQLOOICAL  EmUNATION  REPORT . 

REPORT  No.  1  . 

Authority:  Solver  ton  U.D.C.  Lnb .  Rof.  No.  X  109 

Nature  of  Sample:  ¥atcr  from.  No.  12?  King  Street,  Stony  Stratford. 

Date  &,  Hour  of  collection:  11-30  a.m.  17*  7*  U6. 

Date  &  Hour  of  arrival:  17-  7-  U6. 

Date  &  Hour  of  Examination:  17-  7*  46. 

REMARKS : 

Probable  number  of  coliform  bacilli,  MacConkey  2  days  37  C. 

’*  ”  ”  faecal  coli  44  C . 

Very  Satisfactory. 

REPORT  No .  2 . 

Authority:  ¥olverton  U.D.C.  Lab.  Ref.  No.  X  108 

Nature  of  Sample:  7/ater  from  Stony  Stratford  Pumping  Station. 

(Untreated) 

Date  &  Hour  of  Collection:  11.10  a.m.  17.7,46. 

Date  &  Hour  of  Arrival;  17.7.46. 

Date  &  Hour  of  Examination:  17.7.46. 

RE^^ARKS: 

Probable  number  of  coliform  bacilli,  MacConkey  2  days  37  C  .  =  2/100  c.c. 
’’  ’’  faecal  coli  44  C .  =  0/100  c.c. 


=  0/100  cu* 
=  0/100  C..C 


Satisfactory . 
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